AVIATION PRICELIST 

SIMULATION US, CANADA, & MEXICO 

TECHNOLOGY inc. 

EFFECTIVE 4/1/83 


HANSCOM FIELD — EAST 
BEDFORD, MA 01730 
(617) 274-6600 


STANDARD SIMULATORS 


MODEL 201 Single Engine 

$ 61,750. 

MODEL 300 Multiengine 

65,250. 


BOTH MODELS INCLUDE: 

Installation 

One Full Year Warranty 
On-Site Operator Training 
Pilots Operating Handbook 
Cooperative Service Training 
Maintenance Handbook 


OPTIONAL EQUIPMENT 


HSI 

King KI 525A Horizontal Situation Indicator $ 

4,250. 

RMI 

King KI 229 Radio Magnetic Indicator 

4,250. 

Conversion Kit 

Converts a Model 300 ME to a Model 201 SE 

Includes Throttle Quadrant, MP, RPM, and Engine Gauges 

2,150. 

I*T*S 

Interactive Training System couples a personal 
computer (not included) to the simulator 

15,500. 


NAVIGATION PROMS 


STANDARD 

Any area maintained in Master Data Base 

$ 250. 


Any five standard PROMs 

1,000. 

SPECIAL 

One-time development charge 

250. 


Each PROM 

250. 

PROM UPDATE 

Standard PROM 

50. 


Special PROM 

95. 


Visual Display 
X-Y Plotter 

Remote Instructor Console 

One Local PROM 

Four PROMs From Library 


Enclosure 
Full Panel 
Pilot Seat 
Rudder Pedals 
Check List 
























COURSEWARE 


Private Pilot Airplane Flight Training Syllabus 

$ 100. 

Instrument Pilot Flight Training Syllabus 

100. 

Instrument Pilot Lesson Plan Package 

250. 

Multiengine Airplane Class Rating Syllabus 

100. 

IFR Currency Course Package 

350. 

Multiengine Currency Course Package 

150. 

MANUALS 

Pilot Operating Handbook 

$ 15. 

Checklist 

10. 

Cooperative Service Program Maintenance Handbook 

95. 


PHYSICAL SPECIFICATIONS 



SHIPPING INFORMATION 


#1 box 
#2 box 
#3 box 


Power required is less than 200 watts. 
115 VAC, 50/60 Hz is standard; other 
voltages are available on request at no 
charge. 


70"L x 43"W x 34"H, 250 lbs. (1.78 m x 1.09 m x .86 m, 115 kg.) 

67"L x 48"W x 19"H, 250 lbs. (1.70 m x 1.22 m x .48 m, 115 kg.) 

58"L x 28"W x 31"H, 150 lbs. (1.47 m x .71 m x .79 m, 68 kg.) 


GENERAL NOTES 

All prices in U.S. dollars F.O.B. Bedford, Massachusetts. Taxes and duties not included. 
For installation outside the conterminous U.S., a travel surcharge applies. 

(Prices subject to change without notice.) 



























